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Message Text 


UNCLASSIFIED 

PAGE 01 STATE I6962I 

11 

ORIGIN OES-05 

INFO OCT-OI EUR-I2 ISO-00 EPA-04 EB-07 /029 R 

DRAFTED BY OES/APT/BMP:MBEAUBIEN 
APPROVED BY OES/APT/BMP:MBEAUBIEN 
EUR/CE:LHEICHLER 
OES/ENP:DKING 

123648 

R 18I736Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 

UNCLAS STATE 1 6962 1 

E.O. 1 1652: N/A 
TAGS: TPHY, SENV, GW 

SUBJECT: PROPOSED EPA CONTRACT ON "DESIGN AND PERFORMANCE 
OF AN AEROSOL MASS DISTRIBUTION MONITOR" 

(R 803592-01) 

1 . EPA IS PROPOSING TO AWARD A CONTRACT TO THE INSTITUT 
FUR AEROBIOLOGIE DER ERAUNHOEER-GESELLSCHAFT, 8 MUNICH 19 
ON THE SUBJECT "DESIGN AND PEREORMANCE OF AN AEROSOL MASS 
DISTRIBUTION MONITOR." PRINCIPAL INVESTIGATOR IS WERNER 
STOEBER, PH D., PROP OP MEDICAL PHYSICS. OBJECTIVE OF THE 
PROJECT IS TO BUILD A MONITOR INSTRUMENT CAPABLE OP 
RECORDING MASS DISTRIBUTION OP AEROSOLS IN LABORATORY AND 
IN FIFED. PROPOSED PENDING IS $34,000; $52,810; $17,505 

FOR YEARS I, 2, AND 3 RESPECTIVELY. 

2. ON BASIS OF FOREIGN POLICY CONSIDERATIONS, DOES EMBASSY 
POSE ANY OBJECTIONS TO AWARD BY EPA. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, MONITORING, CONTRACTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 69621 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MBEAUBIEN 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750250-0210 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750741 /aaaabkxx.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 MAR 2003 by ThomasVJ>; APPROVED <23 MAR 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROPOSED EPA CONTRACT ON "DESIGN AND PERFORMANCE OF AN AEROSOL MASS DISTRIBUTION MONITOR" 
TAGS: TPHY, SENV, GE, EPA 
To: BONN 
Type: TE 
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